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CORPORATION 
Corporate Information Sheet 


BACKGROUND 

Time Mark Corporation was founded in early 1972, and Incorporated in the State of Oklahoma on May 1st in the 
same year. The Company first began operations in a small building at the back of a lumber yard. Design efforts be- 
gan on a line of monitoring devices for sensing the condition of Three Phase Power lines. For the next six years the 
Company operated from progressively larger rented facilities, and the product lines expanded in response to custom- 
er requests. In 1978 the Corporation moved to its present location. It is located in East Tulsa, approximately eight 
miles from the Downtown area, and two miles from Tulsa International Airport. 


SALES AND MARKETING 


Time Mark products are distributed throughout the United States, and some products are exported. The standard 
catalog items are marketed by a combination of Distributors, Representatives and Direct Sales. There are approxi- 
mately 150 Electrical Supply Companies that stock and sell Time Mark products. The customers who use these 
products include Electrical Contractors engaged in commercial and industrial projects, Original Equipment Manu- 
facturers and Plant Maintenance personnel. 

Time Mark products are marketed under two brand names. The basic line of Industrial Controls are marketed as 
Time Mark products. Product lines described as Timing Devices or Energy Management Equipment are marketed 
with the Signaline brand name. 


PRODUCTS 


Time Mark Corporation products are generally considered to be within the field of Industrial Controls. Some 
typical product lines are: 


Three Phase Power Monitors: Time Mark is a world leader in the design and 
manufacture of Three Phase Sensing devices. Included in the product line are 
Reverse Phase Detectors, Phase Loss Sensors, Phase Unbalance Sensors and 
Current Monitors. 


Time Delay Relays: A full line of industry standard Time Delay Relays are 
manufactured under the Signaline trade name. 


Current Monitors: Both AC and DC models are available (DC models by spe- 
cial request). 


Voltage Sensors: AC and DC models are available. 


Pump/Motor Load Controls: Submersible pump load sensors, sewage lift sta- 
tion controllers, liquid level controls and sensors, and motor load monitors are 
standard. 


In addition to catalog items, Time Mark Corporation is engaged in the design and manufacture of special purpose 
controls for the OEM market. 
We welcome the opportunity to talk with our customers concerning their normal or special control requirements. 


MANAGEMENT 
ЈИ Ко ДРИНА President 
Karen Mattingly „шешинин шаннан Ба н Quality Control Manager 
Teresa Hendrickson подонок Accounting Manager 
Allan Meadow заанен нана андай на ана арин ааданаы National Sales Manager 
BRE MOME PMC еу е аьан анааан AE Materials Manager 
Bil Schneider анаан канна О ИИ Chief Engineer 
Бану РТО Е аа аа аиан бъра Personnel Manager 


Charles Wakes: uomansa Eaa Ei Production Manager 


а 
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TERMS AND CONDITIONS OF SALES 


. ORDER ACCEPTANCE 


All orders are subject to written acceptance by Time Mark Corporation, Tulsa, Oklahoma, and are subject to all the terms and conditions in 
effect at the time of acceptance. 


. PRICES 


Prices are subject to change without notice. Any addition or alteration to an outstanding order will be accepted at prices in effect when the 
addition or alteration is accepted. 


. PAYMENT TERME 


Net payment is due thirty (30) days from the date of shipment. Payments should be made to Time Mark Corporation, 11440 East Pine Street, 
Tulsa, Oklahoma 74116. 


. SHIPMENT TERMS 


All shipments are made Е.О.В. Tulsa, Oklahoma. 


. RESPONSIBILITY AND TITLE 


Title in the product shall pass to buyer upon tender of the shipment to a common carrier at Е.О.В. point, Tulsa, Oklahoma. 


. DELIVERY 


Time Mark Corporation will make every reasonable effort to fill all orders promptly. Time Mark Corporation will not be responsible for late 
deliveries resulting from any cause beyond its control. Claims for shortages or other errors must be made in writing to Time Mark within 30 days 
after receipt of shipment. Failure to do so will constitute a waiver of all claims by the purchaser. 


. RETURN OF MERCHANDISE 


A. To be returned for credit: 
No merchandise may be returned unless written authorization has been obtained from Time Mark. Unauthorized returns will not be 
accepted. Only unused equipment of current design may be returned for credit. Where a purchaser returns the merchandise for reasons of 
his own, a minimum restocking charge of 15% of billing, plus transportation charge will be made. 

B. To be returned for replacement: 
Н the merchandise is under warranty and the return is made necessary because of defect in material and/or workmanship, provided 
permission is obtained from Time Mark for its return, the company will replace the defective goods “no charge”. 


. WARRANTY 


Time Mark Corporation's products are warranted to be free from defects caused by faulty materials or workmanship for a period of one year 
from date of manufacture. The liability of Time Mark Corporation under this warranty is limited to repairing, replacing or at its option issuing 
credit for any of its products which are returned during such period, provided, however, that: 
A. Time Mark Corporation is promptly notified following any product failure; and 

Time Mark Corporation authorizes the return in advance of merchandise; and 


B. 

C. Defective merchandise is returned to Time Mark Corporation accompanied by a report of findings indicating the basis for rejection, and 
with transportation charges prepaid; and 

D. That such defects as exist have not been caused by abuse, misuse, neglect, improper installation, repair, or alteration. 


« IN NO EVENT SHALL TIME MARK CORPORATION BE LIABLE AND TIME 
MARK CORPORATION DISCLAIMS RESPONSIBILITY TO THE PURCHASER 
OR ANY THIRD PARTY FOR LOSS, DIRECT OR INDIRECT, FOR COSTS, 
EXPENSES, LOSSES OR CONSEQUENTIAL DAMAGE OF ANY NATURE. 
THIS DISCLAIMER 1$ IN LIEU OF AND SUPERSEDES ALL WARRANTIES, 
EXPRESS OR IMPLIED, AS TO DESCRIPTION, QUALITY, OR MERCHANT- 
ABILITY. THERE ARE NO WARRANTIES OF FITNESS FORANY PARTICULAR 
PURPOSE.” 


. ORDER CANCELLATION 


Any orders accepted by Time Mark Corporation may not be altered ог modified by the purchaser without the written agreementof Time 
Mark Corporation . Any other cancellation or termination will be subject to payment of Time Mark Corporation's losses, damages and 
expenses arising from such cancellation or termination. | 


‚ СОМТВАСТ АСВЕЕМЕМТ 


Terms and conditions of sale applicable are Time Mark Corporations terms and conditions. We will not recognize conflicting 
customers terms and conditions unless specifically agreed in writing by Time Mark Corporation. 


PENALTY CLAUSES 
Time Mark Corporation will not accept any liability for penalty clauses of any kind, written or implied, unless specifically approved in 
writing by Time Mark Corporation. 


‚ FULFILLMENT OF ORDERS 


Time Mark Corporation reserves the right to overship or undership by 10% of the quantity ordered. This right will be limited to those 
products which are manufactured or marked to customer specifications. Requirements by the customer other than this normal 
tolerance may necessitate an additional charge. 
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‘ALASKA 


Stusser Electric 

411 Е. 54th Street 
Anchorage, AK 99502 
907/561-1061 


ALABAMA 


Industrial Electric Supply 
2812 8. 5th Avenue 
Birmingham, AL 35210 
205/956-8504 


ARKANSAS 


Nelson Electric Supply Co. 
3731 Wheeler Avenue 
Fort Smith, AR 72901 
501/646-8301 


Divesco, Inc. 

122 Sanford Street 
Hot Springs, AR 71901 
501/321-1660 


Nelson Electric Supply Co. 
702 South Thompson 
Springdale, AR 72764 
501/751-5471 


ARIZONA 


Romac Motor & Controls 
4256 E. Elwood 
Phoenix, AZ 85040 
602/437-0760 


CALIFORNIA 


Alameda Electrical Distrib. 
2420 Blanding Avenue 
Alameda, CA 94501 
415/523-6933 


Electrical Power & Control 
2405 Mira Mar Avenue 
Long Beach, CA 90809 
213/498-6699 


Valley Electric Company 
919 Emerald Avenue 
Modesto, CA 95352 
209/577-6611 


Electrical Materials, Inc. 
796 San Antonio Road 
Palo Alto, CA 94303 
415/494-0400 


Rosen's Electrical Equipment 
8226 Е. Whittier Вма. 

Pico Rivera, CA 90660 
213/685-9870 


Norcal Electric Supply 
5656 Auburn Вма. 
Sacramento, CA 95841 
916/344-1239 


Coast Electric Supply 
241 14th Street 

San Diego, CA 92101 
619/233-6373 


Medallion Supply Inc. 
737 N. Burke 

Visalia, CA 93291 
209/625-0333 


COLORADO. 


Royal Control Company 
1858 E. 83rd Drive 
Denver, CO 80229 
303/287-5500 


CONNECTICUT 


Economy Electric Supply 
440 Oakland Street 
Manchester, CT 06040 
203/647-5000 


FLORIDA 


Consolidated Electric Supply 
3375 W. Atlantic Avenue 
Delray Beach, FL 33444 
305/276-0363 


McDonald Distributing 
990 N.W. 36th Street 

Fort Lauderdale, FL 33307 
305/563-1255 


ESL Electrical Distributing 
2250 N.W. 96th Avenue 
Suite 200 

Miami, FL 33172 
305/593-6060 


Consolidated Electric Supply 
5517 U.S. Highway 19 

New Port Richey, FL 34291 
813/842-8405 


World Electric Supply & Lighting 
15500 West Dixie Highway 
North Miami, FL 33162 
305/949-6336 


Maddux Supply Company 
3623 S. Forrestal 

Orlando, FL 32806 
305/857-0650 


Alston Electric Supply 
3725 N. Palafox Street 
Pensacola, FL 32505 
904/433-4361 


Consolidated Electric Supply 
1101 West Lime Avenue 
Sarasota, FL 33577 
813/366-9700 


Consolidated Electric Supply 
6809 N. Nebraska 

Tampa, FL 33674 
813/238-8854 


Mayer Electric Supply 

5120 East Adams Drive, Suite F 
Tampa, FL 33619 
813/247-1149 


Raybro Electric Supply 
907 Ellamae Avenue 
Tampa, FL 33602 
813/228-8571 


GEORGIA 


Georgia Control Center 
585 Dutch Valley Rd N.E. 
Atlanta, GA 30324 
404/876-8833 


ЮМА 


Electrical Engrg. 8 Equipment 
1201 Walnut Street 

Des Moines, |А 50307 
515/282-0431 


ILLINOIS 


Leader Electric Supply Co. 
55 West Fay 

Addison, IL 60101 
312/543-0705 


Boland Electric Supply 
611 North Church 
Decatur, IL 62525 
217/423-3495 


Springfield Electric Supply 
112 West Camp 

East Peoria, IL 61611 
309/694-2000 


Control Design Supply 
135 W. Main Street 
Genoa, IL 60135 
815/784-6515 


INDIANA 


Wholesale Electric Service 
215 W. Sycamore Street 
Kokomo, IN 46901 
317/457-1136 


KANSAS 


Bernie Electric Wholesale 
2316 S. 5th Street 
Kansas City, KS 66103 
913/236-6911 


Control & Drive Systems 
15620 S. Keeler Terrace 
Olathe, KS 68062 
913/829-8188 


KENTUCKY 


Lexington Industrial Service 
1151 Floyd Drive 
Lexington, KY 40505 
606/255-0818 


Main Electric Supply 
1420 W. Chestnut Street 
Louisville, KY 40201 
502/587-6511 


LOUISIANA 


Blair Electric Supply 
1325 Seaboard Drive 
Baton Rouge, LA 70810 
504/766-8200 


Reily Electrical Supply 
3227 Magazine Street 
New Orleans, LA 70153 
504/897-2211 


Stuart C. Irby 

1211 Airport Drive 
Shreveport, LA 71107 
318/221-8501 


MARYLAND 


Cirbee-Reco 

3402 Rosemary Lane 
Hyattsville, MD 20782 
301/864-3838 (D.C.) 
301/792-9117 (Balt.) 


E.D. Supply Company, Inc. 
457 Snow Hill Road 
Salisbury, MD 21801 
301/546-2201 


MASSACHUSETTS 


Controller Service and Sales 
11 Robbie Road 

Avon, MA 02322 
617/584-9010 


Graybar Electric 
345 Harrison Avenue 
Boston, MA 02118 


| 617/482-9320 


STOCKING 


JANUARY 1988 


Graybar Electric 

52 Millbrook Street 
Worcester, MA 01606 
617/756-4311 


MICHIGAN 


Medler Electric Company 
1313 Michigan Avenue 
Alma, М! 48801 
517/463-1100 


Dearborn Wholesale Electric Sply 
14665 W. Warren Avenue 
Dearborn, М! 48126 
313/582-1176 


Ackerman Electrical Supply 
832 Scribner Avenue N.W. 
Grand Papids, М! 49504 
616/459-8327 


Fitzpatrick Electrical Supply 
444 Irwin Avenue 
Muskegon, MI 49443 
616/722-6621 


Standard Electric Co. 
3743 W. Front Street 
Traverse City, М! 49684 
616/947-4440 


MINNESOTA 


на С Electric Supply 
1600 М. Front Street 
Mankato, ММ 56001 
507/388-6201 


PFC Equipment 

9366 Deerwood Lane 
Maple Grove, MN 55369 
612/425-7890 (Minneapolis) 


Viking Electric Supply 
500 Broadway 
Saint Paul, MN 55101 
612/298-0660 


Minnesota Electric Supply 
East Hwy 12 & 13th Street 
Willmar, MN 56201 
612/235-2255 


JESCO Wholesale Electric 
1495 Darling Drive 
Worthington, MN 56187 
507/372-7767 


MISSOURI 


Electric Service Company 
1720 Kansas Street 
Kansas City, MO 64127 
816/231-2663 


Kriz-Davis Company 
3609 Pear Street 

Saint Joseph, MO 64502 
816/232-8478 


Automation Controls 
3013 $. Brentwood 
Saint Louis, MO 63144 
314/961-5547 


Indquip Engineering Inc. 
1317 Kentucky Avenue 

Saint Louis, MO 63110 

314/535-6363 


MISSISSIPPI 


Ellington Electric Supply 
1425 Terry Road 
Jackson, MS 39204 
601/355-0561 


DISTRIBUTORS 


NEBRASKA 


Baxter Electric 
4600 S. 76th Street 
Omaha, NE 68127 
402/339-2270 


NEVADA 


Wedco, Inc. 

East 6th & Toano Streets 

Reno, NV 89504 
702/329-1131 


NEW JERSEY 


Relay Specialties 
17 Raritan Road 
Oakland, NJ 07436 
201/337-1000 


NEW MEXICO 


Summit Electric Supply 
2811 Stanford, N.E. 
Albuquerque, NM 87197 
505/884-4400 


Summit Electric Supply 
515 Electric Avenue 
Farmington, NM 87401 
505/326-5533 


NEW YORK 


Park Electric Supply 
227 Thorn Avenue 
Orchard Park, NY 14127 
713/662-7070 


City Electric Distributors 
510 West 34th Street 
New York, NY 10001 
212/564-5454 


Benfield Electric Supply Co. 
Route 311 

Patterson, NY 12563 
914/878-2000 


Roller-Shea Electric 
622 Hollenbeck 
Rochester, NY 14621 
716/338-3390 


Benfield Electric Supply Co. 
25 Lafayette Avenue 

White Plains, NY 10603 
914/948-6660 


EDS, Inc. 

1714 Bleeker Street 
Utica, NY 13501 
315/793-0283 


NORTH CAROLINA 


Mill-Power Supply Co. 
9801-C Southern Pine Вма. 
Charlotte, NC 28210 
704/527-8632 


Maddux Supply Company 
3140 Hillsboro Road 
Durham, NC 27705 
919/383-1541 


JMT Electric & Controls 
805 W. Airline Avenue 
Gastonia, NC 28053 
704/867-4401 


ЏО Electric Supply 
120-B Wade Street 
Jamestown, NC 27282 
919/884-4474 


OHIO 


R.F. Smith Electric Co. 

1250 Middle Roseburg Road 
Ashland, OH 44805 
419/322-7671 


EM Service Inc. 

1 600 Lowell Street 
Elyria, OH 44035 
216/323-3260 


KBZ Electric 

725 W. Longview Street 
Mansfield, OH 44901 
419/526-3800 


OKLAHOMA 


Sesco Electric Supply 
516 Ridley Road 
Duncan, OK 73533 
405/255-2367 


Waugh-Harris Supply 
230 E. Elm 

Enid, OK 73702 
405/234-3438 


Waugh-Harris Supply 
24 East Avenue 
Lawton, OK 73501 
405/355-7050 


Electrical Supply Inc. 
1700 S. Prospect 
Oklahoma City, OK 73126 
405/672-8737 


у Waugh-Harris Supply 
2015 N.W. 7th 
Oklahoma City, OK 73106 
405/236-1511 


Waugh-Harris Supply 

24 М.Е. 518 

Окапота City, ОК 73105 
405/524-1586 


Nelson Electric Supply Со. 
317 S. Pine 

Ponca City, OK 74601 
405/765-1180 


Nelson Electric Supply Co. 
526 N. Main Street 

Tulsa, OK 74101 
918/583-1212 


Stuart С. Irby 

10302 E. 58th Street 
Tulsa, OK 74146 
918/250-2491 


Waugh-Harris Supply 
551 8. Troost 

Tulsa, OK 741020 
918/587-8121 


OREGON. 


Taylor Electric Supply 
1709 Е. 3rd Avenue 
Portland, OR 97214 
503/233-5321 


Stusser Electric 

370 Belmont Street N.E. 
Salem, OR 97301 
503/581-3711 


PENNSYLVANIA 


G.E. Supply 

1108 МУ. 12th Street 
Erie, PA 16502 
814/453-4751 


Emerson Electric Supply 
1105 Victor Posner Bivd. 
Farrell, PA 16121 
412/981-3040 


Scott Electric Company 
1000 S. Main Street 
Greensburg, PA 15601 
412/834-4321 


Dauphin Electric Supply 
1830 S. 19th Street 
Harrisburg, PA 17105 
717/232-4201 


Lindley Electric Supply 
4910 М. Fairhill Street 
Philadelphia, PA 19120 
215/329-7005 


RAM Motors & Controls 
Morgantown Road 
Reading, PA 19607 
215/376-7102 


RHODE ISLAND 


Controller Service and Sales 
70 Ernest Street 

Providence, RI 02905 
041/781-7100 


SOUTH CAROLINA 


WESCO 

3601-B Meeting Street Road 
Charleston, SC 29405 
803/554-6012 


TENNESSEE 


Electrical & Mechanical Apparatus 
4250 Pilot Drive 

Memphis, TN 37118 

901/363-0081 


TEXAS 


Tri-State Electric Supply 
215 8. Bonham 
Amarillo, TX 79105 
806/374-4404 


Cain Electric Supply 
204-206 Johnson Street 
Big Spring, TX 79720 
915/263-8421 


Valleywide Electric Supply 
1952 8. Price Road 
Brownsville, TX 78521 
512/546-3364 


Integrated Electric Supply 
11452 Page Mill Road 
Dallas, TX 75243 
214/553-8144 


Watson Electric Supply 
320 Walton Street 
Dallas, TX 75226 
214/742-8441 


Triangle Electric Supply 
3815 Durazno 

El Paso, TX 79988 
915/533-5981 


Metroplex Electric Supply 
3937 Miller Park Drive 
Garland, TX 75042 
214/272-4477 


Beeco Motors & Controls 
5650 Guhn Road #110 
Houston, TX 77040 
713/690-0311 


Pumps of Houston, Inc. 
2705 Frick Road 
Houston, TX 77038 
713/448-1352 


Timers & Controls 
4003-D Greenbriar Drive 
Stafford, TX 77477 
713/240-4610 


West Ridge Industrial Supply 


406 W. Hanning 
Howe, TX 75059 
214/532-5511 


Brandon & Clark 
3623 Avenue H 
Lubbock, TX 78404 
806/747-3861 


Superior Electrical Supply 
208 S. Williams 

Odessa, TX 79763 
915/332-0276 


Blackburn Drives & Controls 
422 East Ramsey 

San Antonio, TX 78216 
512/349-2621 


Nelson Electric Supply Co. 
2015 W. 7th Street 
Texarkana, TX 75504 
214/784-3775 


AMFAC Electric Supply 
1032 Central Freeway 
Wichita Falls, TX 76305 
817/322-4471 


UTAH 


Applied Automation 

395 Lawndale Drive 
Salt Lake City, UT 84115 
801/486-8791 


VIRGINIA 


Basic Electric Sales 
#3 Maple Leaf Court 
Ashland, VA 23005 
804/798-1148 


WESCO 

100 Oakley Avenue 
Lynchburg, VA 24501 
804/845-0943 


Graves ELectric Supply 
905 North Memorial Bivd. 
Martinsville, VA 24112 
793/632-3414 


Electrical Equipment Co. 
1807 Boulevard West 
Richmond, VA 23261 
804/353-7841 


Mid-Atlantic Energy 

1041 Avon Landing 
Virginia Beach, VA 23464 
804/495-4999 


WASHINGTON 


Stusser Electric 
Available at all branch 
locations in the state. 


В & W Electric Supply 
474 N.W. North Street 
Chehalis, WA 98532 
206/748-8683 


В & W Electric Supply 
720 Chestnut Street S.E. 
Olympia, WA 98507 
206/943-3773 


Consolidated Elect’! Distributors 
402 N. Washington Street 
Olympia, WA 98501 
206/943-2690 


Stoneway Electric Supply 
630 Railroad 

Richland, WA 99352 
509/943-4884 


Stusser Electric 

660 S. Andover Street 
Seattle, WA 98108 
206/623-1501 


Stoneway Electric Supply 
South 44 Palouse 

Walla Walla, WA 99362 
509/522-1550 


WEST VIRGINIA 


State Electric Supply 
456 Ragland Road 
Beckley, WV 25801 
304/255-0533 


Tolley Electric Company 
Route 50 East 
Clarksburg, WV 26302 
304/624-7467 


State Electric Supply 
1223 Charles Avenue 
Dunbar, WV 25064 
304/766-0500 


State Electric Supply 
210 20th Street 
Huntington, WV 25703 
304/523-7491 


State Electric Supply 
4601 Camden Avenue 
Parkersburg, WV 28101 
304/485-3861 


WISCONSIN 


Perigon Systems Inc. 
5710 77th Street 
Kenosha, WI 53142 
414/697-0110 


Great Lakes Equipment 
320 Baxter Avenue 
Superior, Wi 54880 
715/394-5536 


Viking Electric Supply 
413 River Drive 
Wausau, WI 54401 
715/845-7312 
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MANUFACTURER’S 


REPRESENTATIVES 
JANUARY 1988 


Bemar Sales 

181 Locust Street 

Saint Paul, MN 55115 
Jud Marshall 
612/426-3362 

MN; ND; SD; West WI 


Bender Systems, Inc. 
77 Mark Drive, Suite 6 
San Rafael, CA 94903 
Ron Bender 
415/472-7033 

North CA; West NV 


Best Rep Company 

9420 West Foster Avenue 
Suite 100-A 

Chicago, IL 60656 

Larry Gulick 

312/992-1055 

North IL; No. IN; South WI 


Bill Coombe Sales 
P.O. Box 297 
Franklin, MI 48025 
Bill Coombe 
313/355-1511 

MI 


Bob Beaty Sales 

2008 Topf Road 

No. Little Rock, AR 72116 
Bob Beaty 

501/771-4591 

AR 


The Bohn Company 
1429 Shannon Street 
Green Bay, WI 54304 
Claude Bohn 
414/494-8991 

Northeast WI; Upper MI 


The Breslin Agency, Inc. 
1525 N. Gay Street 
Baltimore, MD 21213 
Wayne Breslin, Jr. 
301/732-1500 

DC; DE; MD; VA 


Commonwealth Sales 

31 Memorial Drive 

Avon, MA 02322 

John Ornellas 
617/586-8874 

CT; MA; ME; NH; VT; RI 


Corbco Enterprises 
P.O. Box 691001 
Tulsa, OK 74169 
Bob Corbett 
918/665-5168 

OK 


Drive Systems 

P.O. Box 352 

Orchard Park, NY 14127 
Robert Rassler 
716/662-6676 

NY except NYC 


Е Tech, Inc. 

2409 Old Creek Trail 
Decatur, AL 35603 
Dan Mays 
205/353-7899 

AL; TN; MS 


Freeman Associates 


| 1919 N.W. 19th Street 


Fort Lauderdale, FL 33311 
Robert Freeman, Jr. 
305/522-5606 

FL 


Grindinger & Associates 
1005 Sweetwater Circle 
Lawrenceville, GA 30245 
Larry Grindinger 
404/381-1915 

GA 


L.L. Davidson Company 
209 W. 74th Terrace 
Kansas City, MO 64114 
Ike Davidson 

816/333-2044 

IA; South IL; KS; MO; NE 


Industrial Specialties Co. 
P.O. Box 1212 

Arecibo, PR 00613 

Jose Alvarez 
809/878-1712 

PR; Virgin Islands; all 
Caribbean Basin islands 


Kelly Electrical Agents 
2901 Concord Lane 
Anchorage, AK 99502 
Mike Kelly 
907/243-3985 

AK 


The Matthew Haley Co. 
27310 W. Oviatt Road 
Cleveland, OH 44140 
Tim Haley 
216/892-1820 

North OH 


Mil-Com Sales, Inc. 
5542-B Fernhill Circle 
Huntington Bch, CA 92649 
Tony Zavilenski 
714/840-2424 

South CA; AZ; South NV 


Mylow and Associates 
6 Seminary Lane 
Sparta, NJ 07871 

Lou Mylow 
201/729-7909 

NJ; East PA 


New Phase Electrical Sales 
3500-G Comanche N.E. 
Albuquerque, NM 87107 
David Quinton 
505/884-6687 

NM; ЕІ Paso, ТХ 


Pace Sales, Inc. 

5810 Gate Post Road 
Charlotte, NC 28211 
King Carter 
704/365-3216 

NC; SC 


Pacific Coastal Sales 
2710 First Avenue South 
Seattle, WA 98134 

Bob Grenkavich 
206/625-1766 

OR; WA 


Paul M. Leary Associates 
P.O. Box 181 

Port Chester, NY 10573 
Paul Leary 

212/597-2250 

NYC Trade Area 


R.W. Moulton & Associates 

101 Fieldvue Drive | 
Wexford, PA 15090 

Robert Moulton 

412/935-3333 

West PA; WV 


SW Marketing Associates 
10940 Alder Circle 
Dallas, TX 75238 

Bob Knight 

214/341-8631 

TX; LA 


Superior Marketing Co. 
3908 Druid Hills Road 
Louisville, KY 40207 


| Bob Schnur 


502/897-9231 
KY; South IN; South OH 
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FUNCTIONAL INDEX 


PRODUCT MODEL NUMBERS 
Alternating Relays = cube once ев шж» в "РРА У 261, 271, 471, 403, 407 
Capacitor ГНОМЫ: sasti eit ро gaan eons =" Bde aes 295, 410 
Current MONIIOIS es dans те Нара пи PEA а = а 272, 273, 274, 275, 2722, 2742 
Current Transducers and Transformers .................. 276, 276 A, 276 B, 276 C, 276 D, 
276 E, 278, 286, 288 

Demand ај а рит ин | _ | ла 534 
Duty Gycle ТИМЕ „еше nue = кы» эъ Rok окачен анд в Mad кана жайла пена а 351, 338, 368, 534, 541 
Frequency МО гаса ай квй FRR Ба къ кама айк оо RST коња и» 292 
intemal WGN - anh a cee vese ps "У оран tee kee Ree кака (See Single Shot Timers) 
Е ое, v.00 wane раје аво тоа Hone tne а webs He (See Liquid Level Controls) 
Liquid Level ОТН: мшген аана «ра ORS NERS ASH фа CASE ва ERD ба 403, 404, 407, 408 
Master ТОВ: pute coe a nes Rhee экан Maw рат Oe ъа | о "~ mE 575 
Motor: Load Moniars. эе ач. а cr died ва к «ие дара а тоъ Howe "| "= 400, 420 
Motor Rotation Indicator ...................................... (See Test Instruments) 
Ən Delay MMES merie assi ede owe mara Gian | и 330, 339, 340, 360, 363 
ОП Delay THNGIS: 2: 6.246054 ковање т EEEE у“ EEE 331, 339, 361 
Ovəride TIMES: и ти > њо в 349, 349-9 
Phase Seguence NdiCatOr сера cose dee cons Ера вола ти (Зее Test Instruments) 
Power Paton Regulator case vad Sa Rehab a ез PORE жш ква RECESS HERS "о = es 640 
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3-PHASE MONITORS 


Application Guide: Phase Loss Monitors 
3-Phase Power Monitors 
Current Unbalance Monitor 


CURRENT MONITORS 


Single Phase Current Monitors 
3-Phase Current Monitors 

Current Unbalance Monitors 
3-Phase Over/Under Current Monitor 


VOLTAGE AND FREQUENCY MONITORS 


Voltage Sensor 
Over/Under Voltage Monitor 
Frequency Band Monitor 


TIME DELAY RELAYS 


Operate Delay Relays 
Release Delay Relays 
Single Shot Timers 
Recycle Timers 
On/Off Delay Relay 
Panel Mount Timers 
Override Timers 

Load Sequencer 


ALTERNATING RELAYS 


2-Stage Alternators 
3-Stage Alternator 
Multi-Stage Alternator 


MOTOR LOAD MONITORS 


Application Guide: Pump and No-Load Controllers 
Motor Load Monitor 
Load Guard™ 


TRANSDUCERS AND TRANSFORMERS 


Current Transformers 
Current-to-Voltage Transducers 
KWH Transducer 


ACCESSORIES 


Phase Rotation Detector 
Motor Rotation Indicator 
Sockets 

Hold-down Clamps 
General Purpose Relays 


SPECIAL CONTROLS 


Capacitor Trip Devices 

Liquid Level Controllers 

Liquid Level Sensors 

Power Factor Regulator 

Application Notes: Power Factor Regulator 
Application Guide: Energy Management Systems 
Scheduler 

Temperature Limiter 

Duty Cycler м/Тетрегашге Limiter 
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